Current issue date: 20 December 2021 Original approval(s): 
Expiry date: 10 October 2024 ISO 55001 - 
Certificate identity number: 10414952 


Certificate of Approval 


This is to certify that the Management System of: 


SP Power Systems Limited 


Trading as: SP Energy Networks (SPEN) 
320 St Vincent Street, Glasgow, G2 5AD, United Kingdom 


has been approved by LRQA to the following standards: 
ISO 55001:2014 


Approval number(s): ISO 55001 — 00033863 


This certificate is valid only in association with the certificate schedule bearing the same number on which the locations applicable 
to this approval are listed. 


The scope of this approval is applicable to: 
Asset and Operational Management of the Transmission & Distribution Networks Assets in Licenced areas of Central and Southern 
Scotland, North Wales, Merseyside, Cheshire and North Shropshire. Including: Lifecycle management of the assets (planning, 


design, procurement, installation and commissioning) Construction (new build and refurbishment), Operation, Maintenance, Repair, 
Commercial Connections; Decommissioning and disposal of power system assets in line with Regulatory requirements. 


This certificate is a continuation of a previous approval from another certification body as follows: 


Previous original ISO 55001 approval on 09-AUG-2018, Bureau Veritas certificate number IND18.1098 


as aA 


David Derrick 


eb 


Area Operations Manager UK & Ireland 
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Issued by: LRQA Limited SYSTEMS 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA’. 
LRQA assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or 
howsoever provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or 
liability is exclusively on the terms and conditions set out in that contract. 
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LRQA 


Certificate identity number: 10414952 


Certificate Schedule 


Location 


Activities 





Scottish Power House 


320 St Vincent Street, Glasgow, G2 5AD, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Aberystwyth 


Lluset, Llanbadarn Fawr, Aberystwyth, SY23 3UA, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Mona Anglesey 


Mona Industrial Estate, Gwatchmal, Anglesey, 
LL65 4RJ, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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LRQA 


Certificate identity number: 10414952 


Certificate Schedule 


Location 


Activities 





Berwick 


North Road, Berwick upon Tweed, TD15 1UN, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Prenton 


North Cheshire Trading Estate, Prenton Way, Birkenhead, 
CH43 3ET, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Caernarfon 


St Helen's Road, Caernarfon, LL55 2YB, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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LRQA 


Certificate identity number: 10414952 


Certificate Schedule 


Location 


Activities 





Llandudno Junction 


1 Narrow Lane, Llandudno Junction, Conwy, 
LL31 9BB, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Queensferry 


Factory Road, Sandycroft, Queensferry, Deeside, 
CH5 2QJ, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Dumfries 
Leafield Road, Dumfries, DG1 2DS, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 


Issued by: LRQA Limited, 1 Trinity Park, Bickenhill Lane, Birmingham B37 7ES, United Kingdom 


Page 4 of 10 


LRQA 


Certificate identity number: 10414952 


Certificate Schedule 


Location 


Activities 





Currie 


Riccarton Mains Road, Currie, Edinburgh, 
EH14 5AA, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Telferton 


53 Fishwives Causeway, Telferton Industrial Estate, Edinburgh, 
EH7 6UX, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Galashiels 


30 Melrose Road, Galashiels, TD1 2BZ, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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LRQA 


Certificate identity number: 10414952 


Certificate Schedule 


Location 


Activities 





Cambuslang 


55 Fullerton Road, Cambuslang, Glasgow, 
G32 8FA, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





St Vincent Crescent 


St Vincent Crescent, Glasgow, G3 8LT, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Glenrothes 


Woodgate Drive, Glenrothes, KY7 4PD, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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Certificate identity number: 10414952 


Certificate Schedule 


Location 


Activities 





Kilmarnock 


Greenholm Street, Kilmarnock, KA1 4DR, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Lister Drive 


Lister Drive, Tuebrok, Liverpool, L13 7JH, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Middlewich 
Dalton Way, Middlewich, CW10 OHU, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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LRQA 


Certificate identity number: 10414952 


Certificate Schedule 


Location 


Activities 





Oswestry 


Maesbury Road, Oswestry, SY10 8JL, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Porthmadog 


Tremadog Road, Porthmadog, LL49 9HR, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Newtown 


21 Broad Street, Newtown, Powys, SY16 2NE, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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Certificate identity number: 10414952 


Certificate Schedule 
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Rhyl 
Cefndy Road, Rhyl, LL18 2TT, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Stanraer 


Blackpark Industrial Estate, Off Fountain Way, Commerce 
Road, Stanraer, DG9 7UD, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





Bonnybridge 
Falkirk Road, Bonnybridge, Stirlingshire, 
FK4 1SN, United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 





eb 


UKAS 
MANAGEMENT 
SYSTEMS 


0001 





LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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Certificate identity number: 10414952 


Certificate Schedule 
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Activities 





Wrexham 


Wrexham Road, Rhostyllen, Wrexham, LL14 4DU, 
United Kingdom 


ISO 55001:2014 Asset Mgmt 

Asset and Operational Management of the Transmission 
& Distribution Networks Assets in Licenced areas of 
Central and Southern Scotland, North Wales, 
Merseyside, Cheshire and North Shropshire. Including: 
Lifecycle management of the assets (planning, design, 
procurement, installation and commissioning) 
Construction (new build and refurbishment), Operation, 
Maintenance, Repair, Commercial Connections; 
Decommissioning and disposal of power system assets in 
line with Regulatory requirements. 
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LRQA Group Limited, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this clause as 'LRQA'. LRQA 
assumes no responsibility and shall not be liable to any person for any loss, damage or expense caused by reliance on the information or advice in this document or howsoever 
provided, unless that person has signed a contract with the relevant LRQA entity for the provision of this information or advice and in that case any responsibility or liability is 


exclusively on the terms and conditions set out in that contract. 
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